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TAGS: IAEA, TECH, KS 

SUBJECT: IAEA NUCLEAR POWER TRAINING COURSE; STATUS OF MIN KYUNG 
SHICK 

REF: SEOUL 8284 

MIN KYUNG SHICK APPLIED EOR PARTICIPATION IN AGENCY- 
SPONSORED STUDY TOUR ON NUCLEAR POWER TO TAKE PLACE IN 
BULGARIA, USSR (MOSCOW, OBINSK, NO VO VORONEZH, 

DIMITROVGRAD AND SVERDLOVSK, GDR AND CZECHOSLOVAKIA 
FOR ABOUT ONE MONTH BEGINNING NOVEMBER 10. IE HE WILL 
NOT BE ACCEPTED BY AUTHORITIES OE COUNTRIES CONCERNED 
OR IE HE IS UNABLE TO OBTAIN NECESSARY VISAS, AGENCY 
INTENDS TO INCLUDE HIM AS CANDIDATE FOR NUCLEAR 
POWER TRAINING COURSE TO BE HELD AT ARGONNE NATIONAL 
LABORATORY.LABOWITZ 
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Line Count: 46 
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